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We are pleased to have the opportunity 
to present our company to you. 

Our company is based in 
San Fernando Valley. 
We are proud to serve LA, Simi 
Valley, Thousand Oaks, Ventura 
County and surrounding areas. 

We are confident that as our customer 
you will appreciate the quality and 
value of the services we provide. 
The refreshing way we do business. 

We provide our customer with five 
different languages; English, Spanish, 
Korean, Japanese and Indian. 
Our company is bonded, insured 
1,000,000 works compensations. 




IN BUSINESS SINCE 1979. 





+ General Construction 



For more info> click on any categories above 



Phone> 818-631-4285 
Fax> 818-734-7840 



out of your hands." 




ADDRESS 

8523 Independence Ave 
Canoga Park, CA 91304 

PHONE: ( 818 )631 -4285 
FAX: ( 818 )734-7840 



General and Commercial Contractor Los Angeles 



In the past, green building was viewed as a boutique option for 
commercial construction for Los Angeles residents who are willing to 
pay top-dollar to equip their property with eco-friendly materials. 
However, today, green building is simply the most effective building 
solution for those who want the most high quality, yet cost-effective 
results from their construction company in Los Angeles. As green 
building has evolved, one company has remained at the forefront of th( 
field since the beginning: Since 1979, we've been serving California 
customers with energy-efficient, sustainable construction that allows 
your facility to be reached by all prospective patrons and customers. 



www.nninsconstruction.com 



Accessibility and Efficiency 

As a renowned green building commercial construction company in Los Angeles, we have 
years of experience providing our clients with both new construction and renovations that 
ensure their structures meet local construction codes and ADA standards. This means that 
individuals with special physical needs will be able to access your property. 

ADA standards are issued by the Department of Justice and the Department of Transportation, and 
are designed to ensure that places of public accommodation, as well as "commercial facilities" are 
accessible. The most recent ADA Standards offer minimum requirements for newly designed and 
constructed or altered public accommodations and commercial facilities to be accessible and usable by 
individuals with disabilities. In the past, our commercial contractor in Canoga Park delivered 
exceptional results to clients in need of construction services that include: 

• Tenant improvement 

• Remodeling restrooms and ramps and all other modifications to meet ADA requirements 

• Painting, drywall, general construction 

• Plumbing, electrical cool white roofing 

• Concrete, bricks and block construction 

A Construction Company Built on Loyalty 

Don't feel bad if you haven't heard of our construction company in Canoga Park before - it's only 
because we spend very little on advertising. Instead, we prefer to pour our resources into using the 
best possible materials, and count on the praise from our many satisfied clients to spread the word 
about our services. This method of marketing ensures that our clients remain our most valuable asset, 
so you can rest-assured that we do everything we can to make certain they remain satisfied with the 
work we do at every step of the process. 

If you have any questions about the green building we do at minsconstruction.com, or for a free quote 
on our service, contact us today at (8i8) 631-4285. We provide our customers with service in five 
difference languages, including English, Spanish, Korean, Japanese and Indian. 
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Plumbing 



Services 



We offer a full line of commercial, industrial and residential plumbing service, from small 
repairs to large new construction projects. With our service work we offer prompt, efficient, 
and professional service technicians that can diagnose your plumbing needs. We do offer flat 
rate pricing; the price is given up front before the repairs are made. 



* 24 Hour Emergency Service 

* Sewer, Gas, Water Installations and Repair 

* Video Pipe Inspection & Location 

* Camera Inspection 

* Complete Plumbing Repairs 

* Drain & Sewer Cleaning - Water Heaters 

* Pressure Relief and Pressure Reducing Valves 

* Electric, Natural Gas, and Propane Water Heaters 

* Leaking Faucets, Valves and Fixtures 

* Basement Bathroom Additions 

* Backflow Preventer Installation and Testing 

* Drain and Sewer Cleaning and Jetting 

* Video Camera Sewer Inspection 

* Remove Old Galvanize Pipes 

* Replace with New Copper Pipes 

* Interior Repiping 

* Outdoor Repiping 

* Water Leak Detection 

* Pressure Regulators 

* Water Heater Replacement 

* Install Earthquake Shutoff Valve 

* General Service 





Installation of New Sub Pump 

San Fernando, CA 



Kitchen Sink 

Woodland Hills, CA; 



We take charge of every type of electrical project, combining innovative solutions with 
savings on equipment and installation. Count on us for complete responsibility for design 
and installation of lighting, motor control, co-generation and other complex electrical 
systems. Our professional engineers, designers and electricians all contribute to ensuring our 
performance meets your expectations, your schedule and your budget. 



Concrete Floor Cleaning 

Crack Repairs 
Industrial Floor Coating 
Concrete Waterproofing 
Sports Court Coatings 
Self Leveling Concrete System 
Sealing 

Concrete Walls & Floor Coatings 



BEFORE : AFTER : 

Vanderized Main Panel New Main Panel 

San Fernando, CA San Fernando, CA 



We offer a full range of concrete construction and related management services from preconstruction 
through completion. Our professional teams have the collective knowledge and experience for virtually 
every type of project conceivable from light commercial to heavy industrial. 



Concrete Work 
New Drive Way 

Brickwork 

Block Work 
Concrete Floors 

Walkways 
Epoxy Injection 
Parking Structure Repair 



